

















LIGHT ann LIGHTING 








cet st Edited by J. STEWART DOW Aspnes 
Vol. XXXVI. — _ —  January—December, 1943 








Authors Index 


A 
ACKERLEY, R. O., on “ Light Verse ”’ 
AINSWORTH, C., on Protective 
MNINRNEEE Bich eS oh Sonica cose sale cion cuss 


BARTLETT, F. C., on Some Current 
Problems in Visual Functions and 
Visual Perception 

BaKER, F., on Power Factor Cor- 
rection for Electric Discharge 
Lamps 

BraDSHAW, H. C., on The Design of 
Street Columns and Lanterns ... 


Cc 
Cralk, K. J. W., on Visual Acuity... 


D 
Davey, W. J. G., on Street Lighting 
with Gas 


E 
Epnce, S. A., on Colour Measure- 
ment and Paper Making 
ENGLISH, S., on Street Lighting 
Specifications 
—Design of Street Columns and 
Lanterns 


Fawcett, G. S., on Sixty Years of 
Colorimetry 


Gump, J., on The Significance and 
Limitations of the C.IE. Stan- 
dard Observer Tables 


H 
Harris, J. B., on A Post-War Plan 
for the Lighting Industry 


Hipsen, S. G., on Dimout in the 
RUIBUEE Uo sounecsnsasemessnakcsssuasweneres 


Peed eee e reer meer e seer eeeseneeeresseee 


Nenenenaare, se 
Buildings 
HowELt, J. 
Cotton Industry 
—Scientific Lighting in the Tex- 
tile Industry 


eee eee ene ree reeeeeeeeeereseeeese 
Tere rr reer reer rr rer) 


L 
Locan, H. L., on The Role of Light- 
ing in Accident Prevention 
M 
McKenzie, Miss H. M., on Colour 
Measurement and Paper Making 


seeeee 


W., on Lighting in the 
6 


PAGE 
19 


96 
86 


162 
153 


20 
156 


196 
184 
154 


82 


42 


172 
105 


196 





PAGE 
MACPHERSON, Mrs. S. J., on The 
Pate = OPCS UIE . ccs sien seesecads 21 
MaxtTED, R., on Street Lighting 
MVCCINCAUONS: iiciicctsapnsccnsececonses 184 
MITCHELL, J. A., on The Develop- 
ment of Illuminating Engineering 168 
N 
NELson, J. H., on Light Finishes 
for Machine’ Toots? 52.5. .<60.2<. 00605 190 
P 
Parsons, Sir J., on Light and 
IV SETA icin phere eM ec te Ds 67 
—Ophthalmic Education............ 99 
Preston, J. S., on Photoelectric 
PROUOMECLICLS 0605.0. canceascnes cenarsess 52 
PRIDEAUX, C. F., on Engineering 
Twenty-Four Hour’s Daylight... 98 
R 
Rew, J. B., on Colour Photography 144 
S 
SCHRENK, L. J., on Traffic Safety 
NT WSU cians ssicecev sacs saseeneous 142 
Smit, F. C., on Post-War Lighting 188 
SouTeER, W. T. F., on The Lighting 
of Public Buildings .................. 169 
STEVENS, W. R., on Fittings for 
Fiacrescent: Lamps’ ......060.0 ses05 150 
STEWART, E. J., on Preliminary 
Preparations for Full Street 
PIN 5 ok sins icaces os canesecs hoes cee 38, 58 
ei) * smanenen Address to 
PEP NOES aics.cic cacsh oneeotedos wot desieaness 151 
Pi -mnniny W. S., on “Thresholds”... 21 
SWALE, W. E., on Lighting as a 
Factor in Production ............... 132 
Tt 
TrITTON, F. J.. Photography in the 
POPAWING COICO sic. ccciiewacwss ceases 53 
WwW 
WapRaM, J. M., on Street Light- 
ing—Past, Present, and Future... 152 
WEsToN, H. C., on Proposals for a 
New Lighting Code .................. 
—Illumination and Industrial 
WOPICIOHOW, seco see vcs ts Canaeneacenstncen’ 
WItson, Sir Duncan, on Illumina- 
TOM 1A POUISELY: 0 cise acces vances ; 1128 
Wricut, L. D., on Codes of Indus- 
RUN ASI oes ascavscccsicnsVodancas 166 
Wricut, W. D., on Subjective - 
PRN, oa sche hicuss casccesacusvsoass 2 


—The Illumination of Moving 
Objects 





Subject Index 


A PAGE 

Accident Prevention, The Role of 
Lighting 
Accidents in War-Time, Road 
18, 82, 128 

Aircratt Industry, Lighting in the’ 100 
A.P.L.E. Conference Kevived... 148, 151 

B 


Black-Out Lighting Problems 2, 105, 117 
“Brains Trust” Meetings 51, 148 
British Colour Council Exhibition 168 
Buildings, The Height of 2 


Cc 
Code of Lighting, Proposals for a 


New 
Code “of Lighting, Australian 
nes The C.LE. Observer 


Gates 
Making 

Colour Photography 

Contrast and Background 

Cotton Industry, Lighting in the... 


Matching 


6, 36 


E 

Editor Replies, The 
12, 32, 48, 61, 75, 92, 109, 125, 145, 160, 
175, 192 

Editorials 
i, a4, oo, 20; Go, 79,85, 111,127, 147, 
165, 181 

Effectiveness of Lighting: Its 
Numerical Assessment 

Engineering Twenty-Four Hours’ 
Daylight 

Essay Competition, An 


F 

Factory Lighting Requirements in 
India 

Fifty Foot-candles on the Working 
Plane 

Fluorescent Lamps, Fittings for.. 62, 150 

Fluorescent Lamps, Group 
placement of 8 

Fluorescent Lighting ... 84, 87, 94, 100, 
124, 138, 143, 164, 174, 179, 195 

Fluorescent Paint, Use of 

Fog, Seeing through 

Foundry Lighting 


House of Commons, Lighting of ... 
Handbook, A Lighting 
I 
I.E.S. Annual Meeting 
LE.S. Forthcoming Events ... 3. 
50, 129, 149, 167, 183 
LE.S. Formation of Areas 
LE.S. Informal Social Evening ... 
L.E.S. Report of Progress 
Illuminating Engineering Society 
, The 35, 38, 64, 166 
Illuminating Engineering in Aus- 
tralia 80, 136 
Courses in 128 
llluminating Engineering, Factory 
Lighting Code 


PAGE 


Illuminating Engineering Develop- 
ment of 163 
Industrial Lighting, Codes of 4, 136, 166 

Pain | 


* Light ” Verse 
Light and Vision 
Lighting Industry, A Post-War 

Plan for the: 
Lighting in the Post-War Period... 
Lignting Reconstruction 
Literature on Lighting 

16, 46, 78, 110, 126, 178 


Local Lighting with Diffusing 


for 
Metals, Inspection of Precious . 
Magnification Devices ...... 
Moving Objects, Illumination of . 


National Illumination Committee, 
Annual Report 

Notes and News on Illumination 
2, 18, 34, 50, 64, 80, 96, 112, 128, 148, 
166, 182 ‘ 


Obituaries 
Ophthalmological 
Oxford 


10, 30, 65, 125 
Congress, The 


o 
Photoelectric Photometers 
Physicists, The i 

Training of 

Physiological Aspects of Lighting 
Power Factor Correction 
Problems in Light'ng 
Production, Lighting as a Factor in 132 
Protecting Lighting 96, 158 
Public Buildings, The Lighting of 169 
Public Lighting 58, 148, 151 


8 
144 
- 


Railway Stations, The Lighting of 45 

Reviews of Books 14, 107, 134, 180 

R.I.B.A. Lectures on Illumination 7, 97 
S 


Science and the Nation 

Scientists in the Community, 
Place of 

Street Lighting, Post-War ... 

Street Lighting 
Future 


The 


96 
35, 151, 188 
Specifications, 


- 
Textile Industry, Lighting in the 
6, 36, 170 
Traffic Control During Black-Outs 104 
Traffic S‘gnals 97 
Towers, 165-ft..for Street Lighting - 130 
V 


Visual Psychology, Problems in ... 
WwW 
War and Peace, Tolstoy’s ........... 


Xx 
X-ray Analysis in estennintd Con- 
ference on = 





